ST.  JOHN'S 

UNITED 
METHODIST 
CHURCH 


Saint  John's  United  Methodist,  Anderson,  South 
Carolina's  first  church.  Organized  in  1828.  First, 
a  log  meeting  house  was  built  on  West  Benson 
Street.  A  brick  structure  replaced  the  log  one 
on  this  site  in  1858. 

Another  brick  building  replaced  that  one  in  1888, 
and  this  sanctuary  was  completed  in  1912. 
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